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Message Text 


UNCLASSIFIED 

PAGE 01 BELGRA 01190 151510Z 
46 

ACTION CU-04 

INFO OCT-01 EUR-06 ISO-00 USIA-12 /023 W 

108924 

R 151442ZMAR74 
FM AMEMBASSY BELGRADE 
TO SECSTATE WASHDC 8736 
INFO AMCONSUL ZAGREB 
AMEMBASSY BUCHAREST 
AMEMBASSY PRAGUE 
AMEMBASSY WARSAW 

UNCLAS BELGRADE 1190 

E.O. 11652: N/A 
TAGS: SCUL, YO 
SUBJECT: ALVIN AILEY 

REE: STATE 023186; BELGRADE 0863; STATE 046420 

1. DUBROVNIK EESTIVAL NOW WISHES PROGRAM AILEY FOR PERFORMANCES 
ON JULY 12 AND 14, RATHER THAN 12 AND 13. WE NOTE EROM REFTEL, ITEM 

2, THAT AILEY "ETD BELGRADE JULY 14 RPT 14 TO GENOA". ADVISE 
WHETHER THIS DEPARTURE DATE FIXED OR FLEXIBLE. CAN AILEY ACCEPT 
CHANGE IN DUBROVNIK DATES? 

2. NOT NECESSARY TO TRANSIT BELGRADE IN ORDER REACH GENOA. 
ACCORDING CENTROTURIST THER WILL BE DAILY FLIGHTS DUBROVNIK/ROME 
IN JULY DEPARTING 1 100, ARRIVING 1205. THERE IS DAILY 1330 
CONNECTION ROME/GENOA. 

3. RE REFTEL 046420 ITEM 3, PLEASE ELABORATE ON FILMING 
RESTRICTIONS. THIS IS 25TH ANNIVERSARY DUBROVNIK FESTIVAL. 
YUGOSLAVS PLAN MAKE COLOR DOCUMENTARY. WOULD BE SHAME TO 
EXCLUDE AILEY. ADVISE WHETHER PERMISSION CAN BE OBTAINED FOR 
SHOOTING LIMITED FOOTAGE. 

4. SPLIT PERFORMANCE NOW SET FOR JULY 10. OPATIJA AND LJUBLJANA 
APPEARANCES NOT LIKELY BUT WE ARE MAKING ONE LAST EFFORT. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CULTURAL PRESENTATIONS, MOTION PICTURES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 MAR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BELGRA01190 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: BELGRADE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9740341 /aaaabmhi.tel 
Line Count: 60 
Locator: TEXT ON-LINE 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: STATE 023186; BELGRADE 0863; STATE 0, 46420 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 30 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUL 2002 by elbezefj>; APPROVED <10 DEC 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: ALVIN AILEY 
TAGS: SCUL, YO, (AILEY, ALVIN) 

To: STATE 
Type: TE 
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